Isla Vista, CA 

Ellison Hall (/personal-weather-station/dashboard? 0 4:41 pm pdt on September 15, 2014 (gmt -0700) 

ID=KCAISLAV4#history) 

(/personal-weather-station/dashboard?ID=KCAISLAV4#history) 

Elev 133 ft 34.42 °N, 119.85 °W | Updated 24 sec ago 




Clear 
82.4 ° F 

Feels Like 85 °F 

g| B 9 Wind Variable 

Gusts 4 mph 

Tomorrow is forecast to be WARMER than today. 
Today 

High 82 | Low67°F 
0% Chance of Precip. 

Yesterday (/personal-weather-station/dashboard? 
ID=KCAISLAV4#history/s20140914/e20140914/mdaily) 
High 80.1 | Low 67.8 °F 
Precip. 0 in 

Sun & Moon (/sky/ShowSky.asp? 

CurDir=Up&TheLat=34.42018127&TheLon=-119.85459900&TimeZoneName=America/ 

6:42 am 7:05 pm 

Waning Gibbous, 51% visible 



Pressure 


29.78 in 


Visibility 


10.0 miles 


Clouds 


Clear 


Heat Index 


85 °F 


Dew Point 


66 °F 


Humidity 


56% 


Rainfall 


0.00 in 


Snow Depth 


0 in , 1 in , 1 in 


UV 


5 out of 12 


Pollen 


7.70 out of 12 (/DisplayPollen.asp?Zipcode=93117) 


Ozone 


Good 


PM2.5 


Moderate 


Flu Activity 


Not available. 
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More Conditions 
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Hedt Index 
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Rainfall 


0.00 in 


Snow Dentil 


0 in 1 in 1 in 
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uv 


5 out of 12 
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Ozone 


Good 


PM2.5 


Moderate 


Flu Activity 


Not available. 
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More Conditions 



Radar Satellite Webcams 




(http://maps.google.com/maps7lh34.41 5478,-1 1 9.845276&z=8&hl=en-US&gl=US&mapcNeSf^i^S^ Map data ©201 4 Google, INEGI 



10-Day Weather Forecast 

Graph Table Descriptive 

Daily | Hourly <* Customize 



/14 


Mon 09/15 


Tue 09/16 


Wed 09/17 


Thu 09/18 


Fri 09/19 


Sat 09/20 


Sun 09/21 


Mon 09/22 


Tu< 




82° | 67° 


85° | 66° 


83° | 62° 


78° | 61° 


76° | 61° 


77° | 62° 


79° | 63° 


81° | 65° 


83 




o 


o 










o 




c 




Clear 


Clear 


Partly Cloudy 


Partly Cloudy 


Partly Cloudy 


Partly Cloudy 


Clear 


Partly Cloudy 


Part 




0 in 


0 in 


0 in 


0 in 


0 in 


0 in 


0 in 


0 in 





70 °F 



60 °F 
100% 
75% 
















□ Temperature (°F) 


29.94 
J 

?Q «« 
















































29.82 


50% 




























25% 

nn/ 




























29.70 


n Chance of Precip. (%) □ Chance of Snow (%) □ Pressure (in) 
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Forecast □ Wind Speed 

m View Calendar Forecast (/history/airport/KSBA/2014/9/15/MonthlyHistory.html#calendar) 

Source: Weather Underground BestForecast (/about/data. asp) 

O Scientific Forecaster Discussion (/DisplayDisc.asp? 



DiscussionCode=LOX& 



(/MOS/DisplayMOS.as 



OUR FORECAST IS SMARTER 

More accurate, more often 



MOS Weather Graph 
\/ista&StateCode=CA) 



Weather Underground 



I .'.'U A, 



The Weather Chanre^ 




/most-accurate-weather/? 
cm_ven=tdu_ac_04) 



Almanac 



History 

Almanac for September 15, 2014 (/history/airport/KSBA/2014/9/15/DailyHistory.html] 
KSBA Forecast Average * Range * 



